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23.  Which three items are included in section V
of the HIM?

a.   Simplified block diagrams.

b.   Functional block diagrams.

c.  Component part locations.

d.   System wiring diagrams.

e.   Schematic diagrams.

d,
e.

24.

The Intermediate Maintenance Section of a

MIM contains disassembly/______________

procedures,__________

and

test point tables,
ment procedures.

and align-

reassembly

secondary
minor

trouble-
shooting

25.  Which of the following describes informatiorj
not contained in the Organizational Main-
tenance Section of a MIM?

a.   Equipment supplied and major unit
removal/replacement.

b.  Operational checks.

c.  Theory of operation.

d.   Daily inspection and Preflight
inspection.

29rams are found in
